34       DOCKETED ITEMS
8502270050 Suppl 1 to IE info Notice 83-70, "Vibration-Induced Vaive Failures." Svc list end.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards In Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503260556 Discusses recent insp of maint program led by A Madison. Madison prof in conduct.kept communication links open, responded in prof manner in areas of disagreement & met w/urtil on daily basis to update issues.
FIRLIT,J.F. Consumers Power Co. 85/03/11. KEPPLEFU Region 3, Office of Director. 1p, 29509:107-29509:107.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503260209 Forwards Insp Rept 50-255/85-05 on 850205-0304 & notice of violation. SHAFER.W.D. Region 3, Office of Director. 85/03/20. DEWITT.R.B. Consumers Power Co. 2pp. 29503:296-29503:304.
-8503260212 Notice of violation from insp on 850205-0304. SHAFER.W.D. Region 3, Office of Director. 85/03/20. 1p. 29503:298-29503:298.
-8503260216 Insp Rept 50-255/85-05 on 850205-0304.Noncompliance noted: monthly sampling of safety injection tanks for boron not conducted within 31-day surveillance period plus grace period. WRIGHT.G.C. Region 3, Office of Director. 85/03/20. 6pp. 29503:299-29503:304.
R. Periodic operating reports & related correspondence
8503110471 "Annual Rept of Facility Changes.Tests & Experiments, 1984." W/850228 Itr.
FRISCH.R.R. Consumers Power Co. 84/12/31. KEPPLER.J.G. Region 3, Office of Director. 14pp. 29288:271-29288:284.
8503140541 "Annual Operating Rept.Occupational Exposure, 1984." W/850228 Itr. JOHNSON.B.D. Consumers Power Co. 84/12/31. KEPPLER.J.G. Region 3, Office of Director. 4pp. 29376:340-29376:343.
8503180186 "Semiannual Radioactive Effluent Release & Waste Disposal RepUul-Dec 1984." W/850228 Itr.
JOHNSON.B.D. Consumers Power Co. 84/12/31. KEPPLER.J.G. Region 3. Office of Director. 12pp. 29421:065-29421:076.
8503260571 Monthly operating rept for Feb 1985.W/850308 Itr. SMITHRA., VANDENBERG.D. Consumers Power Co. 85/02/28. 5pp. 29519:015-29519:019.
S. Reportable occurrences, LERs & related correspondence
8503060397 LER 84-027-00:on 841122 & 1204,charging pump could not be started from  control   room  or   w/local  start  button.Causea  by closing  coil  failure  in breaker. Breakers will be included in preventive maint program.W/850225 Itr. ROGERS.D.W.,   FRiSCH.R.R.  Consumers Power Co. 85/02/25.  4pp.  29250:285-29250:288.
8503120681 Forwards comments on AEOD recommendations re failure of large hydraulic snubbers to lock-up.per 840921 request. Proposed Tech Spec changes & completion of Multi-Plant Action B-17 would be enhanced if treated as generic issue. DENTQN,H.R.    Office    of    Nuclear   Reactor    Regulation,    Director.    85/03/04. HELTEMES.C.J. Director's Office. 4pp. 29338:054-29338:071.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence, KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
8503280742 LER 85-001-00:on 850212,relay failure identified in safety injection sys test circuitCause undetermined.Malfunctioning relay replaced & precaution added to SIS surveillance procedure to identify actuations.W/850319 Itr.
ROGERS.D.W., FRISCH.R.R. Consumers Power Co. 85/03/19. 4pp. 29557:016-29557:019,
8503280775 LER 84-023-02:on 841109,w/pfant in cold shutdown.reactor protection sys low-ftow-trip for four primary coolant pumps operation set incorrectly.Caused by low-flow-trip caltbr not being performed.Calibr performed.W/850320 Itr. ROGERS.D.W.,  FRISCH.R.R. Consumers Power Co. 85/03/20,  5pp.  29556:357-29556:361.
8503290032 LER 85-002-00:on 850219,during review of Tech Spec test, discovered surveillance interval for three of four safety injection tanks exceeded.Caused by personnel error. Disciplinary action & counseling administered.W/850320 Itr. ROGERS.D.W.,  FRISCH.R.R.  Consumers  Power Co.  85/03/20.  4pp.   29565:179-29565:182.
V. Operator Examinations
8503150340 Forwards estimates of need for operator licensing & requalification exams for next 4 yrs at facility.
JOHNSON.B.D. Consumers Power Co. 85/03/12. Office of Nuclear Reactor Regulation, Director. 3pp. 29370:333-29370:335.
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F. Security, medical, emergency & fire protection plans
8503060425 Informs of completion of review of Rev 18 to 841205 radiological emergency plan.Plan meets 10CFR50.54 planning stds.
VERRELLI.D.M. Region 2, Office of Director. 85/02/14. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29252:177-29252:178.
8503010334 Forwards results of evaluation of impact of fire door mods, per Exemption 15.AII gasket matl will be replaced by labeled gasketing matls & plastic signs replaced w/metal signs will be mechanically fastened.
HUFHAM.JW. Tennessee Valley Authority. 85/02/22. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29161:217-29161:218.
8503050353 Forwards revs to 850204 emergency plan implementing procedures & Rev 21 to radiological emergency plan.W/o revised emergency plan implementing procedures.
HUFHAM.J.W. Tennessee Valley Authority. 85/02/27. GRACE.J.N. Region 2, Office of Director. 1 p. 29205:348-29205:355.
"8503050358 Rev 21 to radiological emergency plan. * Tennessee Valley Authority. 85/01/31. 7pp. 29205:349-29205:355.
8503050365 Revised radiological emergency implementing procedures, including Rev 4 to MSEC-IPD IP-8 re water resources & Rev 0 to MSEC-IPDD IP-19 re svcs & field operations.W/850227 Itr.
HUFHAM.J.W. Tennessee Valley Authority. 85/02/27. GRACE.J.N. Region 2, Office of Director. 41pp. 29212:111-29212:151.
8503110159 Advises that 850115 Rev 10 to generic security personnel training & qualification plan consistent w/provisions of 10CFR50.54(p) & acceptable.Administrative clarification requested.
WALKER.R.D. Region 2, Office of Director. 85/02/28. PARRIS.H.G. Tennessee Valley Authority. 2pp, 29306:132-29306:133.
8503120298 Forwards add! info re SPDS for facilities.in response to NRC 841022 request,
LAMBERT.D.L. Tennessee Valley Authority. 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 7pp. 29317:320-29317:326.
8503070209 EN-84-071A on 841206,order imposing civil penalty in amount of $50,000 issued.Action based on violation involving failure to install vital area barriers & to implement access control measures around vital equipment
ROBINSON.P. Director's Office, Office of Inspection and Enforcement 85/03/06. 1p. 29260:318-29260:318.
8503130061  Discusses Insp Repts 50-259/84-30,50-260/84-30 & 50-296/84-30 on 840820-24 & forwards notice of violation & proposed imposition of civil penalty. TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 85/03/06. PARRIS.H.C. Tennessee Valley Authority. 2pp. 29362:016-29362:021.
-8503130066 Order imposing civil monetary penalty in amount of $50,000 for violations noted in Insp Repts 50-259/84-30,50-260/84-30 & 50-296/84-30 re failure to implement & maintain physical security plan.App withheld (ref 10CFR2.790 & 73.21). TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 85/03/06. Tennessee Valley Authority. 4pp. 29362:018-29362:021.
8503190051 Rev 9 to Muscles Shoals Emergency Ctr Implementing Procedure IP-9 "Emergency Radiological Monitoring Procedures." W/850311 Itr. MAXWELLR.B.. HUFHAM.J.W. Tennessee Valley Authority. 85/03/11. GRACE.J.N. Region 2, Office of Director. 9pp. 29405:036-29405:042.
8503190363 Rev 22 to radiological emergency plan.W/850311 Itr. HUFHAM.J.W. Tennessee Valley Authority. 85/03/11. GRACE.J.N. Region 2, Office of Director, 6pp. 29409:081-29409:086.
8503260198 Forwards Rev 11 to generic security personnel training & qualification plan.Rev withheld (ref 10CFR73.21).
^UFHA.M.J.W. Tennessee- Valley Authority. 85/03/15. GRACE J.N Region 2 Office of Crectcr. 1 p. 29503:189-29503:189.
J. Insurance & indemnity information
8503010306 Forwards Endorsement 69 to MAELU Policy MF-66 & Endorsement 81 to NELIA Policy NF-198.
DUCK.J.R. Marsh & McLennan, Inc. 85/02/21. SALT2MAN.J. Assistant Director for State & Licensee Relations. 3pp. 29157:212-29157:214.
P. Operating license stage documents & correspondence
8503060016 Informs of contract w/BNWL to perform radiological assessment of BWR pipe cracking repair & replacement efforts.similar to radiological assessment of steam generator repair & replacement performed by lab
VASSALLO.D.B. Operating Reactors Branch 2. 85/02/11. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29264:266-29264:267.
